
April 25, 2012 

CANCELLATION NOTICE 

May 4,2012 Audit and Compliance Committee Meeting 


The Meeting of the Audit and Compliance Committee of the Board of Directors of the 
Cook County Health and Hospitals System, rescheduled to Friday, May 4, 2012 at the 
hour of 9:30 A.M., at 1900 W. Polk Street, in the Second Floor Conference Room, 
Chicago, Illinois, has been canceled. 

The next regular meeting of the Audit and Compliance Committee is scheduled for 
Tuesday, July 10, 2012 at 9:30 A.M. 


XXXXXXXXXXXXXXXXXXXXX 


Deborah Santana 
Secretary 






